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ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 OC-05 CCO-OO SY-05 ( ISO ) W 

047002 

R 141224Z JUL 75 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 1405 
INFO AMEMBASSY MOSCOW 
AMEMBASSY LONDON 

UNCLAS LENINGRAD 1070 

EO 1 1652N/A 

TAGS: ABLD, ASEC, UR 

SUBJ: COMPLETION OF INSTALLATION EMERGENCY GENERATORS 

REF: A) STATE 153110 
B) LONDON 10480 

1. DUE TO WATER RISING THROUGH CONCRETE FLOORS OF EMERGENCY 
GENERATOR ROOMS AND OTHER AREAS, MAJOR CORRECTIONAL WORK IS 
NOW IN PROGRESS BY SOVIETS. THIS WORK IS EXPECTED TO BE 
COMPLETED BY AUGUST 4 AND WE RECOMMEND THAT ARRIVAL OF 
GENERATOR MECHANIC BE SCHEDULED JUST AFTER THIS. 

2. REFTEL B SUGGESTS THESE GENERATORS NEED INSTALLATION. 

UNITS ARE IN PLACE AND ONLY REQUIRE CERTAIN FUEL OR OTHER 
CONNECTIONS AND OTHER POSSIBLE PRE-OPERATION ADJUSTMENTS OR 
CLEANING. 
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